Agenda 

Transportation Advisory Committee 

Wednesday 7/9/08, 8:55 P.M. 

Annex Conference Room - 2*^° FLOOR 


Note: Shortened Agenda to allow attendance at the MAPC MetroFuture Strategy Dialogue taking 
place at the Senior Center from 6:30 to 9 PM 

8:55 Administration (5 min) 

a. Approval of prior minutes (please review electronic copy before meeting) 

b. Correspondence, Current Project Lists, volunteers for open projects 

9:00 Schedule for TAC Recommendations to Selectmen - Ed (5 min) 

9:05 Vote: Stratton Phase lb Recommendations - Jeff/Ed (10 min) 

9:15 Vote: Peirce Phase la Recommendations - Elisabeth/Sue (10 min) 

9:25 Westminster Update - Elisabeth/Sue (10 min) 

9:35 Bishop School Working Group Report - Mike (5 min) 

9:40 Thermoplastic Crosswalks - Crosswalk WG (10 min) 

9:50 Demand Management/Selectmen - Eaura (5 min) 

9:55 Essential Town Information - (5 min) 

10:00 Adjourn 


Correspondence Received Since 6/18 

6/23 - email from Margaret Potter re Irving St Changes 

7/3 - email from Joe Tulimieri re Germaine Eawrence 

7/3 - email from Gordon Jamieson re Bike Trail 

7/3 - email from Gordon Jamieson re Pedestrian Crossing Signs 

Correspondence Sent Since 6/18 

6/28 - email to Margaret Patter re Irving St Changes 
7/3 - email to Joe Tulimieri re Germaine Eawrence 

Next Formal Meetings 

8/13/08 - Wednesday - 2'“* Floor Conference Room 
9/10/08 - Wednesday - 2'“* Floor Conference Room 



